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Abstract:
							                           
The object of research was to identify the field of renewable energy for ensuring the process of gradual transition from traditional energy to carbon-free technologies. The article compares the opportunities for energy development, taking into account current trends in sustainable development. The conducted analysis of energy resources in the section of renewable energy is based on the processing of available sources of analytical and statistical information. The study investigates the structure and features of the functioning of the energy sector of Ukraine and Turkey. There have been revealed several common problems of functioning of energy spheres in Ukraine and Turkey. The article investigates the possibilities of using technological solutions and principles of Industry 4.0 in ensuring energy security through the development of the electric car market. The analysis consists of calculations of the efficient functioning of solar and wind energy for Ukraine and Turkey. The article provides recommendations for the development of possible mutually beneficial cooperation between Ukraine and Turkey in the field of renewable energy.
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1. Introduction


The development of partnership relations between Ukraine and Turkey is mutually beneficial because both countries have identical problems and common interests in different areas: trade, investment, transport infrastructure development, defense, and energy. These areas are interrelated and successful development even in one sphere requires significant progress in others (Official internet office of President of Ukraine, 2021). Thus, the gradual transformation of energy complexes of both countries is complicated without appropriate investment, using high level of technological equipment, development of supply networks, etc. Although, special attention needs to be paid to the application of the principles of Industry 4.0 in the field of energy.

Ukraine and Turkey are dependent on energy imports. Mutually beneficial development and operation of transport corridors for energy supplies from Asia to Europe, as well as active development of Black Sea resources, should reduce such dependence, expand the range of energy suppliers and countries that can be consumers of these resources, and contribute to the additional inflow of funds into the economy of each country. This article is a continuation of scientific work (Voitko et al., 2021).

Energy in both countries, taking into account the requirements Sustainable Development Goals (SDGs) (Goal 6. Affordable and Clean Energy) or Global Goals (Department of Economic and Social Affairs), needs to be transformed by reducing energy production through different technologies of burning traditional energy resources (oil, natural gas, coal) and products of their processing through the active development of carbon-free energy production technologies, particularly solar energy (photovoltaics) and wind energy. The development of these areas of renewable energy is quite successful in the leading countries of Europe, China, and the United States. Ukraine and Turkey should take into account global trends, including the principles of Industry 4.0. In addition, the “Energy Strategy of Ukraine until 2035” was implemented in Ukraine. It includes the development of renewable energy as one of the priority areas of energy development in general (Official internet office of President of Ukraine, 2021). This should facilitate not only the reduction of the harmful impact on the environment but also the gradual transition to a new technological level of Industry 4.0, the involvement of highly qualified specialists (Ilyash et al. 2021).

The dynamic development of electric vehicles involves a complete change in relations in the field of production and operation of vehicles. The essential part of European countries and some other countries in the world plan to ban the sale of cars with internal combustion engines during the period from 2030 to 2035. An appropriate network of filling stations and the sphere of technical support service of electric vehicles should be ready for such a transition. The active development of electric transport creates a problem of its further processing and utilization, which hardly anyone mentions nowadays. In addition, electric cars are particularly a product of Industry 4.0.

In this research, we will try to determine whether it is possible to replace traditional energy sources (oil, gas, coal) with renewable energy, including solar and wind, and to calculate how much capacity in Ukraine and Turkey will be needed to put into operation for such transformation.





2. Literature Review


Different areas of alternative energy development are explored in the reports of international organizations. One of the most complete and detailed is the annual report of the Renewable Energy Policy Network for the 21st Century (REN21). It (Renewables 2021 Global Status Report) analyses the general situation in the global overview; policy landscape in various areas of energy, transport, industry, environmental protection; market and industry trends; distributed renewables for energy access; investment flows; energy efficiency; renewables and decarbonization; demand for renewable energy (REN 21, 2021).

The International Renewable Energy Agency (IRENA) publishes a large amount of various information and analytical reports in various areas on its website: renewable energy technologies, trends and rates of development of various spheres of renewable energy, new kinds of transport, employment in various fields, renewable energy, regional reviews, etc. Thus, IRENA reports analyze: Renewable Capacity Statistics 2021 – the amount of input capacity for various renewable energy technologies in some regions and countries (IRENA, 2021); Renewable Power Generation Costs in 2020 – changes in the cost of energy for various renewable energy technologies (IRENA, 2021); Renewable Energy and Jobs. Annual Review 2020 – employment in various fields of renewable energy in some regions and countries (IRENA, 2020).

The statistical reports of the British oil company BP (Statistical Review of World Energy 2021) provide detailed information on the production, consumption, export and import of traditional energy resources (oil, natural gas, coal). They show volumes of electricity production in the electric power industry, in general, and in nuclear energy and hydropower, in particular; installed capacities and volumes of electricity production from alternative energy (wind energy, solar energy, bioenergy, other types of technologies); volumes of biofuel production by individual countries and regions of the world (BP Statistical Review of World Energy, 2021).

There are industry organizations that study the situation only in wind energy (The World Wind Energy Association (WWEA)), or solar energy (International Solar Energy Society (ISES)) and others.

One of the main documents based on which Ukraine’s energy should be developed is the “Energy Strategy of Ukraine until 2035” (Ministry of Energy of Ukraine, 2020).

The Ukrainian Renewable Energy Association provides on its website information on the dynamics of renewable energy development in Ukraine for the period from 2009 to 2019 (Ukrainian Renewable Energy Association, 2019).

The Ministry of Energy and Natural Resources (Turkish: Enerji ve Tabii Kaynaklar Bakanlığı) operates in Turkey. The Strategic Energy Development Plan of Turkey for the period from 2019 to 2023 is currently in force (Ministry of Energy and Natural Resources of Turkey, 2020).





3. Methodology


The main scientific hypotheses of the study are: 1) mutually beneficial cooperation in key areas (trade, investment, transport, defense, energy) will allow countries to develop based on the latest trends in Industry 4.0; 2) change the structure of the energy balance in the studied countries from the dominance of traditional energy in favour of renewable energy.

Investigating energy development trends in Ukraine and Turkey during the period 2010–2020, methods of structural analysis and comparative analysis were used. The share of each form of energy resources in primary energy consumption was singled out and the impacts on the economy and ecology were analyzed. This provided an opportunity to further substantiate the feasibility of a gradual transition to wider use of renewable resources.

Analyzing problematic issues in the energy sector of Ukraine and Turkey, the method of analogy was used. It was pointed out that despite some differences in the structure of generation, energy problems in both countries are the same and approaches to overcome them may be similar, and higher results can be achieved by sharing experiences and joining forces.

When assessing the development of electric vehicles, one should be guided by the method of historical chronology, through the study of trends in oil prices and through the use of the method of comparative analysis to determine the feasibility of producing cars with internal combustion engines or electric vehicles at the appropriate level of oil prices.

The main purpose of the study is to substantiate the possible transition to more environmentally friendly technologies of electricity production, namely, the replacement of existing thermal power plants with solar and wind power plants, which should help reduce the harmful impact on the environment.

Volume of electricity production by thermal energy in Ukraine in 2020 was 55.8 billion kWh ; some energy sources for this amount were: oil – 0.7 billion kWh, gas – 13.9 billion kWh, coal – 41.2 billion kWh. In Turkey, thermal energy produced 176.2 billion kWh in 2020; some energy sources for this amount were: oil – 0.1 billion kWh, gas – 70.0 billion kWh, coal – 106.1 billion kWh (BP Statistical Review of World Energy, 2021). The most harmful for the environment source of energy is coal. The installed capacity utilization rate in thermal energy is considered appropriate at the level of 50.0–70.0%, although in recent years in Ukraine it did not exceed 30.0%, which is related with equipment deterioration of the main generating capacity and dependence on fuel imports from abroad, which can be deficient during the heating season. For NPPs, the installed capacity utilization ratio is in the range of 70.0–90.0%.

We will calculate what amount of electricity can be substituted (generated during the calendar year) by introducing a capacity of 1,000 MW in solar or wind energy. In addition, we need to analyze how much capacity should be put into operation to replace thermal power capacity in Ukraine and Turkey. To get accurate results, it is advisable to determine the possible, based on calculations from existing data, percentage of installed capacity in wind and solar energy. According to the research Renewables 2021 Global Status Report conducted by REN21, the percentage of installed capacity is: in solar energy (photovoltaics) – 10.0–25.0%; in land-based wind energy – 25.0-40.0%; in offshore wind energy – 35,0–45.0%. According to the same research, the investment costs are: for solar energy (photovoltaics) – 1,200–1,950 dollars / kW; in land-based wind energy – 1,500–1950 dollars / kW; in offshore wind energy – 4,500–5,500 dollars /kW. The cost of electricity generated by such power plants is: in solar energy (photovoltaics) – 14–34 cents / kWh; in land-based wind energy – 4–16 cents / kWh; in offshore wind energy – 15–23 cents / kWh (REN 2021).

The statistical reports of the British oil company BP (BP Statistical Review of World Energy, 2021) provide information on the volume of electricity production in solar and wind energy, as well as the volume of installed capacity for the calendar year in many countries around the world.

Taking the ratio of the volume of electricity produced (kWh) to the volume of installed capacity (kW), we determine the Indicator of using installed capacity of electric power station (Ie) of solar and wind energy in Ukraine and Turkey.
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where WGen
 is the amount of generated electricity for the corresponding calendar year (kWh); WIns
 is volume of installed capacities at the end of the respective calendar year (kW).

The sequence of research is implemented by the following stages: analysis of energy resources in the sections of traditional energy and carbon-free technologies; the processing of available sources of analytical and statistical information about renewable energy; study of the structure and features of the functioning of the energy sector of Ukraine and Turkey; identification of common problems in the energy spheres of Ukraine and Turkey; study of the possibilities of using the principles of Industry 4.0 in ensuring energy security on the example of the development of the electric vehicle market; analysis of calculations of the efficiency of solar and wind energy; providing proposals for the development of mutually beneficial cooperation between Ukraine and Turkey in the field of renewable energy based on Industry 4.0.

New capacities in these directions of energy are embedded in rather significant volumes and it happens during a calendar year. The information in terms of introduction and connection to a network of new capacities is absent in free access. To increase the objectivity of the results, we assume that the new capacity is embedded evenly throughout the calendar year. For instance, the tools of Industry 4.0 will be able to provide control over the operation of both new capacity and, with appropriate modernization, already installed power generation capacity. To do this, we will reduce the capacity of each calendar year by half. The maximum value of the calculated indicator can be 8,760 kWh / kW (24 hours per day multiplied by 365 days per year). In the case of dividing the obtained number by 8,760 kWh / kW and multiplying by 100.0%, we obtain the percentage (share) of use of the installed power. As a result of such addition the formula (1) on the calculation of CY (Ie)of use of the established capacity will get the following form:
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where WGen
 is the amount of electricity produced for the calendar year (kWh); WIns
 is total volume of installed capacity at the end of the respective calendar year (kW); WIns(new)
 is volume of new installed capacity for the respective calendar year (kW).

At present, it is impossible to achieve such a value in renewable energy. Solar radiation, reaching the earth’s surface, has different intensities, depending on the season (higher intensity in summer and lower in winter), weather conditions (clouds, fog, rain), part of the day (at night decreases to almost zero). In wind energy, wind flows are also not stable, and additional obstacles can be caused by the terrain, which reduces the final result. In the case of dividing the obtained number by 8,760 kWh / kW and multiplying by 100%, we get the percentage (share) of the installed power (Ie%).
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4. Retrospective analysis of energy development


The transition of human society from the use of one energy source to another occurred in world history many times. The use of wood as a fuel began about one and a half million years ago. Along with wood, the energy of the sun, wind, water and muscular strength of animals and humans was used. The use of coal as a fuel has been known since ancient Greece and China, but the subsequent transition from the use of wood as the main energy source to coal was caused by the Industrial Revolution in the eighteenth century. The development of metallurgy required more and more wood, which was no longer enough in Europe. The most developed European countries were the first to join this transition, first of all, England, and then the Netherlands, Belgium, Germany and France (Plachkova, S. & Plachkov, I., 2005).

The use of oil in the Middle East began as early as 6,000 BC, but on an industrial scale oil production began in the second half of the nineteenth century, and at the turn of the nineteenth and twentieth centuries, thanks to the invention of gasoline and diesel engines. Natural gas began to be used in the early nineteenth century for street and house lighting, first in London and then in other major European cities. On an industrial scale, the use of natural gas began in the 20s and 30s of the twentieth century (Plachkova, S. & Plachkov, I., 2005).

Since the XXI century, the beginning of a new transition to renewable energy can be traced, but coal, oil and natural gas continue to be the main energy sources in the world economy. According to the results of 2020, the share of each of these energy sources in the global consumption of energy resources (556.63×1018 J) was: coal – 27.2% (151.42×1018J), oil – 31.21% (173.73×1018 J) , natural gas – 24.72% (137.62×1018 J). In total, these three types of energy resources provided 83.13% of global energy consumption, renewable resources in total – 5.7% (31.71×1018 J) and hydropower, which is sometimes also considered as a renewable resource, the remaining 6.85% (38.16×1018 J). In 2000, the total share of all renewable resources in global energy consumption (394.47×1018 J) was only 0.67% (2.64×1018 J), which confirms the growth of this indicator during this period by 8.5 times (BP Statistical Review of World Energy, 2021).

Nowadays, one of the popular directions of energy development is the development of electric vehicles. The development of electric transport in general and electric vehicles, in particular, is not new. The electric car appeared in the XIX century and this happened earlier than a car with an internal combustion engine appeared. In the early twentieth century, electric cars were widely used in the United States. Later, rising oil production and falling prices for gasoline and diesel fuel led to the transition to cars with internal combustion engines and the decline in the production of electric vehicles. During the twentieth century, the resurgence of significant interest in electric vehicles has occurred at least twice. The first time was in the 1960s and 1970s during the oil crises, but further declining of oil prices has led to a loss of interest in the development of electric transport. The second time happened in the 1990s, but due to certain agreements between automakers, oil companies and the US government, the development of electric vehicles was stopped again (Who Killed the Electric Car, 2006). Currently, the interest in the development of electric vehicles is primarily due to environmental factors. In the transition to mass production, cars with electric motors should be cheaper than similar cars with internal combustion engines, as the first option is much simpler from a technical point of view.

It is the innovative development of the energy sector that will ensure the development of the socio-economic sphere in the context of the Sixth Technological System, the Post-Industrial Age, the Knowledge Economy, and the Fourth Industrial Revolution (Industry 4.0). As well as compliance with the provisions of sustainable development, resource-saving, energy-saving, environmental protection for future generations.





5. Structure and features of functioning of the energy sector of Ukraine and Turkey


The structure of energy in Ukraine and Turkey has significant differences, but also some identical problems.

In Ukraine, total energy consumption tends to decrease gradually (Fig. 1). Thus, in 2010 energy consumption in Ukraine was 4.5×1018 J, and in 2020 decreased to 3.31×1018 J or 26.4%. The main reasons for this situation can be considered as crises situations in the economy of Ukraine and the reduction of the total population, hostilities in Crimea and the East. In Turkey, on the contrary, the total consumption of energy resources tends to increase, and for the period from 2010 (4.5×1018 J) to 2020 (6.29×1018 J) increased by 39.8%, due to economic growth and population growth (BP Statistical Review of World Energy, 2021). The volumes of primary energy consumption in Ukraine and Turkey for the period from 2010 to 2020 are shown in Figure 2 (BP Statistical Review of World Energy, 2021).
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Figure 1.




Volumes of primary energy consumption in Ukraine and Turkey in 2020, in 1018 J (calculations based on BP Statistical Review of World Energy, 2021)
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Figure. 2. 




The volumes of primary energy consumption in Ukraine and Turkey for the period from 2010 to 2020 (BP Statistical Review of World Energy, 2021)















In terms of total primary energy consumption in 2020, Turkey (6.29×1018 J) is almost twice as high as Ukraine (3.31×1018 J), but if we take into account the indicator per person, nowadays the level of energy consumption in both countries will be at the same level: Turkey – 74.6 Gigacalories / person, Ukraine – 77.7 Gigacalories / person. However, as in general consumption, the trend is to decrease in Ukraine (in 2010 it was 111.3 Gigacalories / person, the reduction by 2020 was 30.2%) and to increase in Turkey (in 2010 it was 60.4 Gigacalories / person, growth by 2020 was 23.5%) (BP Statistical Review of World Energy, 2021). The volumes of primary energy consumption in Ukraine and Turkey per capita for the period from 2010 to 2020 are shown in Figure 3 (BP Statistical Review of World Energy, 2021).
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Figure 3.




The volumes of primary energy consumption in Ukraine and Turkey per capita for the period from 2010 to 2020 (BP Statistical Review of World Energy, 2021)















The basis of energy in both countries are traditional energy resources: coal, oil, gas, and nuclear energy in Ukraine. Thus, in Ukraine the share of certain types of energy resources is: gas – 31.9%, coal – 29.7%, nuclear energy – 20.4%, oil – 13.6%, renewable energy – 2.7%, hydropower – 1.7%. In Turkey, the share of certain types of energy is: oil – 29.0%, gas – 26.5%, coal – 26.4%, hydropower – 11.0%, renewable energy – 7.1%. There are currently no operating nuclear power plants in Turkey, but since 2020, the Akkuyu nuclear power plant has been under construction in the south of the country by the Russian project with a total capacity of 4,800 MW (4 units of 1,200 MW) (BP Statistical Review of World Energy, 2021).

The structure of electricity production in Ukraine and Turkey also has signifi cant differences. The main difference is the absence of nuclear power plants in Turkey, and a much larger share in the production of electricity by hydropower and renewable energy compared to Ukraine (Fig. 4).

The share of certain types of energy resources in the production of electricity in Ukraine was: nuclear energy – 51.1%, coal – 27.7%, gas – 9.3%, renewable energy – 6.5%, hydropower – 4.2%, oil – 0.5%, other types of resources in general – 0.7%. In Turkey, the share of certain types of energy resources in electricity production was: coal – 34.7%, hydropower – 25.6%, gas – 22.9%, renewable energy – 16.3%, oil – 0.03%, other types of resources in general – 0.4% (BP Statistical Review of World Energy, 2021).

Thus, the basis of Ukraine’s energy is nuclear energy and more than a third is coal and gas. In Turkey, more than half of electricity production is provided by coal and gas. The existing energy capacity of Ukraine allows to produce about 300 billion kWh of electricity per year in their normal functioning, and production volumes in 2020 (149 billion kWh) were about half of this fi gure. In Turkey, the available capacity allows to produce about 400 billion kWh, and production in 2020 (305.4 billion kWh) was 76.4% of available capacity.
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Figure 4.




Volumes of electricity production in Ukraine and Turkey in 2020, in kWh (calculations based on BP Statistical Review of World Energy, 2021).



















6. Common energy problems of Ukraine and Turkey and possible ways to overcome them


Despite significant differences in the sources of energy supply and the structure of electricity generation in Ukraine and Turkey, both countries have a list of identical problematic issues in their energy, in general, and in electricity in particular. The first common problem for both countries is their dependence on the supply of fuel and energy resources from abroad. Ukraine’s economy imports more than half of its energy resources (Ukrainian Institute of the Future, 2019), and Turkey receives about three-quarters of its energy resources from abroad (OECD, 2019). To overcome this problem, it is advisable to increase energy production using carbon-free technologies (wind energy, solar energy).

The next problem is the narrow range of suppliers of imported energy resources. For Ukraine, the main volume of fuel and energy resources comes from the Russian Federation. Other suppliers include Belarus, which supplies most of Ukraine’s imported fuel for motor transport which is made from Russian oil, as well as Azerbaijan and Kazakhstan. Ukraine imports nuclear fuel for its nuclear power plants in full (approximately 60.0% from Russia, and up to 40.0% from Sweden); up to a third of coal (approximately 90.0% of imports come from Russia, from the United States – up to 8.0%); about a third of natural gas (re-exports from European countries) (Ukrainian Institute of the Future, 2019). For Turkey, the main suppliers of energy resources are the Russian Federation, Azerbaijan, and Iran.

The third common problem arising from the previous one is the inefficient use of the transit potential of both countries, in general, and as a transit corridor for the transportation of energy resources from Asia to Europe. For Ukraine, first of all, it is an increase in the transit of hydrocarbons (oil and gas) from the countries of the Caspian Sea basin. The route can pass through Azerbaijan and Georgia, the Black Sea, Ukrainian seaports with further use of railway and pipeline transport of Ukraine to the western borders (Ministry of Infrastructure of Ukraine, 2021;
National Institute for Strategic Studies, 2020; How to revive the transit potential of Ukraine, 2020). For Turkey, the transit of energy through its territory can be divided into several separate directions. One of them, as for Ukraine, is the transportation of energy from the countries of the Caspian region; the second is the supply of energy from Russia; the third is from the Persian Gulf countries. In the first case, there are already significant successes. The Trans-Anatolian gas pipeline from Azerbaijan through Turkey to the border with Greece began operating in 2019. In the second case, the Turkish Stream gas pipeline from Russia along the Black Sea to the European part of Turkey began operating in 2020 with further branching to the Balkan Peninsula. There are many obstacles to the successful implementation of the third direction, in particular, because of the military actions in Syria and the unstable situation in Iraq and other countries of the region.

Nevertheless, despite all obstacles, the Persian Gulf region has the largest known hydrocarbon reserves in the world, and the supply of oil and gas pipelines through Turkey could provide the shortest route to Europe, at the lowest cost.

The fourth problem is that the main energy sources in both countries are traditional energy resources: oil, natural gas, coal. Thus, according to the results of 2020, the share of these three energy resources in Ukraine’s energy consumption was 75.3% and taking into account nuclear energy, it increases to 95.7%. In Turkey, the share of the three main traditional energy sources is 81.9% (BP Statistical Review of World Energy, 2021).

In the production of electricity in Ukraine, the share of the three main energy resources is 37.4%, and in Turkey – 57.7%. Taking into account nuclear energy, this share in Ukraine reaches 88.6% (BP Statistical Review of World Energy, 2021). Such high indicators of traditional energy resources in primary energy consumption and electricity production indicate a significant negative impact of energy-generating equipment on the environment in both countries.

The fifth problem is the deterioration of power plant equipment. This problem is more relevant for Ukraine, as thirteen of the fifteen power units at the NP P were built during the Soviet era and in the coming years should reach the deadline and will require decommissioning. Only one unit at Khmelnytsky and Rivne NPPs was put into operation in the XXI century and their design life is calculated until 2034–2035. The thermal power plants of Ukraine, in the vast majority, have fulfilled their design life (40 years, or 100 thousand hours of operation for a single power unit) and need to be replaced.

Turkey’s thermal power plants are newer, but a significant part of them use low-grade domestic coal as fuel (the share of coal in energy consumption in 2020 was 26.4%, and in electricity production – 34.7%). This causes significant damage to the environment and, taking into account (Paris Climate Agreement, carbon footprint, etc.) it would be appropriate to replace such generating capacity with more environmentally friendly generation facilities.

Therefore, to overcome most of the problems described above, one of the best options is the development of energy technologies with low or zero emissions of harmful substances into the environment based on Industry 4.0. Solar energy (photovoltaics) and wind energy can transform.





7. Development of the automobile market based on electric transport


Global sales of electric vehicles in 2020 increased by 39.0% compared to the previous year and reached 3.1 million units, given that the total volume of the automotive market in 2020 decreased by 14.0%. In 2020, European countries as a whole (1.33 million units) were ahead of China (1.25 million units) in the number of purchased new electric vehicles. 296 thousand new electric cars were sold in the USA. In terms of market share of electric cars among sales of new cars, the leading positions were as follows: Norway – 74.8%, Iceland – 45.0%, Sweden – 32.2%. In the global ranking, the share of electric cars among new car sales, European countries occupied the top ten positions and 13 places out of the top 15. In China, this figure in 2020 was 6.2%, and in the United States – 2.3%. In 2021, the market for new electric vehicles is estimated at 5 million units, which should be about 7.0% of the global market for new cars (REN 2021, 2021, p. 208).

The market of electric cars, especially new ones, in Ukraine is developing at a rather slow pace compared to world leaders. According to the results of 2020, 799 new electric cars were sold on the automobile market of Ukraine, which is 22.7% higher than the previous year, but it does not exceed 1.0% of the total sales of new cars in Ukraine. In the first half of 2021, the volume of sales of new electric vehicles increased by 31.0% compared to the corresponding period of 2020, but it was only 0.88% of the total market of new cars in Ukraine. Most electric cars sold in Ukraine are already in use. The total volume of electric vehicles (new and those that were already in use) registered in Ukraine on July 1, 2021, was 28,772 units. The main reasons for the slow development of the automotive market in Ukraine are not the shortage of gas stations with electric charging, ignorance of buyers, but the low income of most citizens of Ukraine. The cheapest new electric car that is officially sold in Ukraine is a Nissan Leaf worth UAH 962,340 (at the official exchange rate of UAH 26.98 / USD, its cost will be about USD 35.7 thousand), which is significantly higher than the new cheapest cars with internal combustion engines, the price of which is about 10 thousand dollars (Autoconsulting, 2021).

The main reasons for the slow development of the automobile market in Ukraine are not the shortage of gas stations with electric charging, lack of knowledge of buyers, but the low level of income of the majority of Ukrainian citizens.

This conclusionis confirmed by the study "Electric cars: lowe-income countries fall behind, with uptake linked to GDP per capita” conducted by the European Automobile Manufacturers Association (ACEA). The results of this study showed that a higher standard of living in the country (GDP per capita) provides a higher share of electric vehicles in total sales of new cars in this country and vice versa, the lower the standard of living, the lower this share. According to the results of 2020, the first five countries with the highest share of new electric cars among the countries of the European Union were the following countries: Sweden – 32.2% (GDP and per capita is 45,610 euros), the Netherlands – 25.0% (45,790 euros), Finland – 18.1% (42,940 euros), Denmark – 16.4% (53,470 euros), Germany – 13.5% (40,070 euros). Accordingly, the bottom five of this ranking were the following countries: Cyprus – 0.5% (23,580 euros), Lithuania – 1.1% (17,460 euros), Estonia – 1.8% (20,440 euros), Croatia – 1.9% (12,130 euros), Poland – 1.9% (13,600 euros). The same applies to charging stations. The largest number of them is in the wealthy countries of Western Europe: the Netherlands – 66,665 units (29.7% of the total number in EU countries), France – 45,751 units. (20.4%), Germany – 44,538 units. (19.9%) For comparison, in Romania there are only 493 charging stations (0.2%) (Automobile Manufacturers Association (ACEA), 2021). Figure 5 shows the leading and outsider countries in terms of the share of electric cars in total sales in the EU, and Figure 6 shows the GDP per capita in the leading and outsider countries (ACEA, 2021).
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Figure 5.




Leading countries (Sweden, Netherland, Finland, Denmark, Germany) and outsiders (Cyprus, Lithuania, Estonia, Croatia, Poland) in the share of electric cars in total car sales in the EU, % (ACEA, 2021)















At present, only some attempts are being made in Ukraine to support the production of electric vehicles. In particular, in Ukraine (15.07.2021) two legislative acts were adopted: №3476, the Law “On Amendments to the Tax Code of Ukraine and Certain Legislative Acts of Ukraine on Stimulating the Development of the Ecological Transport Sector in Ukraine”; №3477, the Law “On Amendments to the Customs Code of Ukraine to stimulate the development of environmental transport in Ukraine” (Ukravtoprom, 2021; The official web portal of the Parliament of Ukraine, 2020; Verkhovna Rada of Ukraine, 2021). These laws should promote the development of production of electric vehicles, chargers and components. In particular, they must be exempt from value-added tax on imported equipment until January 1, 2031 manufacturers who will produce cars equipped only with electric motors.
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Figure 6.




GDP per capita (PPS) in the leading countries (Sweden, Netherland, Finland, Denmark, Germany) and outsiders (Cyprus, Lithuania, Estonia, Croatia, Poland) by the share of electric cars in total car sales in the EU, euro (ACEA, 2021)















The next legislative changes that are still under consideration are a ban on the import of used cars with internal combustion engines into Ukraine from 2027, and a ban on the import of new cars with internal combustion engines from 2030. The average age of a car in Ukraine is 22.7 years (43.0% of cars were produced before 2000). For comparison, in Turkey the average age of cars is 12.0 years, the EU average is 10.7 years. In Ukraine, about 100,000 new cars are bought a year, and electric cars make less than one percent of them. Without appropriate legislative changes, the transition to electric vehicles could be significantly delayed. And in case of their acceptance and considered state support, capacities can be created for the production of up to 100 thousand electric cars in Ukraine per year (Ministry of Infrastructure of Ukraine, 2021).

Turkey has a strong automotive industry, which, for the most part, is represented by foreign manufacturers. In 2020, the total volume of car production in Turkey amounted to 1,298 thousand units (14th place in the world), 855 thousand of which are motor cars and 443 thousand are commercial vehicles. Exports of Turkish automotive products in 2020 amounted to about 25 billion dollars, and in the first half of 2021 – to 14.7 billion dollars (International Organization of Motor Vehicle Manufacturers (OICA), 2020; Automotive Manufacturers Association, 2021).

In support of the development of electric transport, Turkey has moved much further than Ukraine. In Turkey, there is a state program for the development of electric vehicles, which in 2018 established the company Turkey’s Automobile Joint Venture Group Inc. (TOGG), a plant is being built near the city of Bursa, and the total investment is 3.7 billion dollars. The release of new models is scheduled for 2022 (crossover) and 2024 (sedan).

Prototypes of cars were presented in 2019 with the support of the Italian company Pininfarina (TOGG, 2019). Thanks to this project, Turkey plans to create a powerful national car manufacturer and enter a new market for electric vehicles. In addition, for the normal functioning of electric vehicles, Turkey has developed a state program for the development of electric charging stations (almost all of these stations contain elements of Industry 4.0), according to which there would be 251 thousand units by 2030. But now, despite these measures, the market share of electric cars in total sales of new cars is extremely small, although it increased in the first 4 months of 2021 from 0.1% to 0.2% (Daily Sabah, 2021).


In general, for both Ukraine and Turkey, a rapid increase in sales of electric vehicles should not be expected before the price is equal to the cost of new cars with internal combustion engines, or the state will compensate for this difference, through tax breaks or other incentives. The case of Ukraine is rather disputable.





8. The results of calculations


The results of the calculations will be presented in the form of Table 1 (efficiency of solar and wind energy in Ukraine) and Table 2 (efficiency of solar and wind energy in Turkey). There is currently no offshore wind energy in Ukraine or Turkey. The comparison was made based on data from 2016 to 2020 for more objectivity and following the current trends in changing the efficiency of solar and wind energy in both countries. Until 2016, the amount of installed capacity was insignificant and this led to the distortion of the results.




Table 1.




The efficiency of the use of the installed capacity of solar and wind energy in Ukraine in 2016–2020 (calculations based on BP Statistical Review of World Energy, 2021)
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In the solar energy of Ukraine, during the period from 2016 to 2020 there is a steady trend to increase the efficiency of installed capacity from 546.6 kWh / kW (6.2%) in 2016 to 932.5 kWh / kW (10.6%) in 2020. However, only in 2020, the calculated indicator exceeds the lower limit of 10.0%, which is considered appropriate according to the REN21 report for solar energy (10.0–25.0%). In the wind energy of Ukraine, during the calculation period there is also a tendency to a gradual increase, except in 2017, when the lowest value was recorded – 1,822.8 kWh / kW (20.8%). The highest value of this indicator was in 2020 – 2,385.1 kWh / kW (27.2%). As in solar energy, only the indicator of 2020 – 2,385.1 kWh / kW (27.2%) is in the normal range according to the REN21 report for land-based wind energy (25.0–40.0%).




Table 2.




The efficiency of the use of the installed capacity of solar and wind energy in Turkey in 2016–2020 (calculations based on BP Statistical Review of World Energy, 2021)
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In the solar energy of Turkey, during the period from 2016 to 2020, the lowest value of the calculated indicator was in 2017 – 1,358.4 kWh / kW (15.5%), and the highest in 2016 – 1,928.1 kWh / kW (22.0%). The indicator in 2020 was 1,711.4 kWh / kW (19.5%). Throughout the period, the calculated indicators of solar energy efficiency in Turkey were within the limits according to the REN21 report for solar energy (10.0–25.0%) and exceeded the corresponding indicators of Ukraine. In the wind energy of Turkey, as well as in solar energy, the lowest value of the calculated indicator was in 2017 – 2,919.0 kWh / kW (33.3%), and the highest in 2016 – 3,026.5 kWh / kW (34.5%). The indicator in 2020 was 3,015.5 kWh / kW (34.4%). As in the case of solar energy, during the whole period, the calculated indicators of wind energy efficiency in Turkey were within the limits according to the REN21 report for land-shored wind energy (25.0–40.0%) and exceeded the corresponding indicators of Ukraine.

The excess of solar energy efficiency in Turkey over the corresponding indicators in Ukraine, in the vast majority, is caused by the higher intensity of solar radiation in this country. In Ukraine, the intensity of solar radiation is in the range of 900–1,400 kWh / m2, and in Turkey – 1,100–1,900 kWh / m2 (Research Gate, 2006).

The excess of the relevant indicators in the work of wind energy in Turkey over the indicators of Ukraine has many other reasons. The natural factor also takes place. Turkey has a much longer coastline (access to the coast). A mountainous country contributes to stronger wind flows. Other components of this advantage are more experience, a better approach to the selection of sites for wind turbines and the choice of the equipment itself.

According to the received calculations, due to the commissioning of the capacity of 1,000 MW, Ukraine can generate electricity in solar energy in the range of 546.6–932.5 million kWh, and in the wind energy in the range of 1,822.8–2,385.1 million kWh. For Turkey, the corresponding indicators will be: for solar energy – 1,358.4–1,928.1 million kWh, for wind energy – 2,919.0–3,026.5 million kWh.

Next, we will determine what amount of capacity should be embedded in the solar or wind energy of Ukraine and Turkey. Analyzing data, we can make recommendations for substituting the electricity generated individually by oil, gas, coal and total indicators. We will make calculations in the form of Table 3 (volumes of required capacities in Ukraine) and Table 4 (volumes of required capacities in Turkey).

The minimum and maximum values of electricity production were taken for the period from 2016 to 2020 for individual energy sources (oil, gas, coal). The total indicator was taken not as the sum of minimum or maximum values, but as the largest and, accordingly, the smallest volume of electricity production for a calendar year, during the specified period in the thermal energy of Ukraine and Turkey.

Analyzing the obtained results, it should be noted that to implement such a replacement (complete replacement of thermal energy) with the minimum efficiency of only solar energy would be quite difficult. However, the maximum efficiency of solar energy in Ukraine requires the introduction of a capacity of 59,839.1 MW at minimum production volumes in 2020 and 77,962.5 MW with maximum production volumes in 2016. In Turkey, the corresponding values will be at the level of 88,429 MW with minimum production volumes in 2019 and 108,500.6 MW with the maximum production volumes that were in 2017. According to the results of 2020, Germany had the largest amount of installed capacity in solar energy among European countries – 53,781.0 MW. However, the territory of Germany is 357.0 thousand km2, and the territory of Ukraine – 603.5 thousand km2 (43.1 thousand km2 or 7.1% of the territory is occupied), Turkey – 783.6 thousand km2 (Research Gate, 2006). Therefore, such substitutions can be implemented taking into account only the geographical component (available areas).




Table 3.




Replacement of thermal energy capacity due to solar or wind energy in Ukraine according to the data of 2016–2020 (calculations based on BP Statistical Review of World Energy, 2021)
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It will be even easier to do this by using only wind energy. In Ukraine, it is necessary to introduce for complete replacement the production of electricity in thermal energy: at minimum efficiency – 30,612.2 MW and 39,883.7 MW; at maximum efficiency – 23,295.2 MW and 30,480.9 MW. For Turkey, the relevant indicators will be: at minimum efficiency – 58,440.4 MW and 71,668.4 MW; at maximum efficiency – 56,335.7 MW and 69,122.7 MW. According to the results of 2020, Germany which was already mentioned has the largest amount of installed capacity in wind energy among European countries – 62,184.0 MW . This significantly exceeds the required amount of capacity for Ukraine, with maximum efficiency of wind energy – more than twice.

Different types of technologies must be combined for more efficient operation of energy, using elements of Industry 4.0 such as Cloud technology, artificial intelligence, blockchain. This is because wind energy can produce more electricity per unit of installed capacity in winter than in summer, due to stronger wind currents during this period, and solar energy, on the other hand, can produce more electricity in summer due to higher solar radiation than in winter. In addition, for a more stable operation of the power system, wind and solar power plants should be equipped with battery capacity. Hydro-storage stations may be the best batteries, but they require height differences and two reservoirs between which water will move. Other types of batteries can be electrochemical systems (electric batteries), compressed air, flywheels, supercapacitors. Electric batteries are now becoming more common.

A lucrative area of cooperation in the development of renewable energy in Ukraine and Turkey may be the development of wind potential in the Black Sea. The technically achievable potential of offshore wind energy in the Black Sea is estimated at 435 GW, 70 GW of which can be built in Turkish seawater, and 251 GW in Ukraine. In total, Ukraine’s wind potential is estimated at 320 GW land-based capacity (IRENA) and 146 GW of offshore capacity (National Renewable Energy Laboratory (NREL)), in total – 466 GW. According to the estimates of the domestic Institute of Renewable Energy of the National Academy of Sciences of Ukraine there is 438 GW of land-based capacity, 250 GW of the offshore capacity, in total – 688 GW. The full realization of this potential can provide electricity generation in the following volumes: land-based IRENA – 858 billion kWh, offshore NREL – 570 billion kWh, total – 1,428 billion kWh. According to the Institute of Renewable Energy of the National Academy of Sciences of Ukraine, land-based – 1,190 billion kWh, offshore – 984 billion kWh, total – 2,174 billion kWh (Ukrainian Wind Energy Association, 2021;
 Knysh. & Kudrya, 2021).




Table 4.




Replacement of thermal energy capacity due to solar or wind energy in Turkey according to the data of 2016–2020 (calculations based on BP Statistical Review of World Energy, 2021) 
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9. Conclusions


Ukraine and Turkey have significant experience of mutually beneficial cooperation in various fields, including trade, investment, transport infrastructure, defense, energy and, in particular, Industry 4.0. In the last few years, Ukraine has begun to pay much more attention to cooperation for improving defense capabilities and energy security. An example of this is the use of a high-tech Bayrakhtar drone, which is a product of Industry 4.0.

Based on statistical reports from the international organization REN21 and the British oil company BP, the structure and features of the energy system in both countries were analyzed. A significant difference is a trend in the overall consumption of energy resources. A gradual reduction of this consumption is noticeable in Ukraine (from 2010 to 2020, the reduction in energy consumption was 26.4%). On the contrary, there is a gradual increase in energy consumption resources in Turkey (from 2010 to 2020, the growth of energy consumption was 39.8%), which is due to opposite trends in economic development and the corresponding changes in population. But the level of energy consumption per capita in both countries is at the same level (Ukraine – 77.7 Gigacalories / person, Turkey – 74.6 Gigacalories / person) and the basis of energy in both countries are traditional energy resources (oil, gas, coal). In Ukraine, the share of certain types of traditional energy resources is: gas – 31.9%, coal – 29.7%, oil – 13.6%; and in Turkey the share of certain types of energy is: oil – 29.0%, gas – 26.5%, coal – 26.4%.

Some common interdependent problems in the energy sector of Ukraine and Turkey have been identified. The possible ways to overcome them have been suggested. Among the main problems are the dependence of both countries on imports of traditional energy resources, a narrow range of suppliers of these energy resources, inefficient use of its transit potential, the predominance of traditional energy resources in energy consumption, equipment deterioration in thermal energy, especially in Ukraine. To overcome these problems, it is advisable to increase the possibilities of transporting traditional energy resources through its territory, to develop production in renewable energy, and to develop more actively the resources of the Black Sea.

An analysis of the situation related to the development of electric transport in both countries showed that Ukraine is making only the first attempts in the form of relevant legislation to stimulate the development of the electric vehicle market. Turkey already has its state program for the development of electric transport, in which was invested 3,7 billion dollars, the construction of a plant for the production of electric vehicles is almost completed, prototypes of cars have been developed; the production of the first one should start at the plant in 2022. Nevertheless, according to the analysis of the European Automobile Manufacturers Association, for the dynamic development of electric vehicles, a new electric car should be affordable for people, or the prices of electric cars should be equal to the prices of cars with internal combustion engines. Currently, in both Ukraine and Turkey, the share of electric vehicles in total sales of new cars does not exceed 1.0%. Based on statistical information from the analytical report of the British oil company BP, the efficiency of solar and wind energy in Ukraine is calculated (solar energy from 546.6 kWh / kW (6.2%) to 932.5 kWh / kW (10.6%), wind energy from 1,822.8 kWh / kW (20.8%) to 2,385.1 kWh / kW (27.2%)), and the same for Turkey (solar energy from 1,358.4 kWh / kW (15.5%) to 1 928.1 kWh / kW (22.0%), wind energy from 2,919.0 kWh / kW (33.3%) to 3,026.5 kWh / kW (34.5%)). The obtained results proved the higher efficiency of solar and wind energy operation in Turkey. Turkey’s advantages in solar energy are mainly due to natural factors. The reasons for efficiency in wind energy are the available experience and the level of using the equipment. It is advisable to use elements of Industry 4.0 and blockchain in energy distribution. The obtained results are compared with the information published in the analytical report REN21.

Based on the obtained data, the possibility of replacing traditional energy resources (oil, gas, coal) separately and as a general indicator has been determined, considering the development of solar and wind energy. It is determined that wind energy for such replacement will require fewer new capacities. In Ukraine, to replace completely the production of electricity in thermal energy, it is necessary to introduce wind energy facilities with a total capacity of minimum efficiency – 30,612.2 MW and 39,883.7 MW; of maximum efficiency – 23,295.2 MW and 30,480.9 MW. For Turkey, the relevant indicators will be: at minimum efficiency – 58,440.4 MW and 71,668.4 MW; at maximum efficiency – 56,335.7 MW and 69,122.7 MW.

It is proposed to combine the capacities of solar and wind energy for more efficient operation of energy, as well as to consider the possibility of supplementing them with accumulating capacities. A lucrative area of cooperation between Ukraine and Turkey is the development of wind resources of the Black Sea, which is due to the significant wind potential of this region and the availability of specialists in this field in both countries.

In further research, it is advisable to dwell more thoroughly on the possibility of replacing energy based on coal as the most harmful energy source for the environment through the development of renewable energy and analyze the possibilities of collective production of relevant equipment in Ukraine and Turkey.
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